1 CONTRACT ID CODE PAGE OF PAGES 
AMENDMENT OF SOLICITATION/MODIFICATION OF CONTRACT ae a a 
2 AMENDMENT/MODFFICATION NO 3 EFFECTIVEDATE | 4 REQUISITION/PURCHASE REQ NO 5 PROJECTNO ([fapplicable) 


6 ISSUED BY W911QY 7 ADMINISTERED BY (ifother than item6) CODE |S2404A 


DEFENSE CONTRACT MANAGEMENT AGENCY 
W6QK ACC-APG NATICK DIVISION DCMA-MANASSAS 
BLDG 1 GENERAL GREENE AVENUE 14501 GEORGE CARTER WAY 
NATICK MA 01760-5011 2ND FLOOR 


CHANTILLY VA 20151 


8. NAME AND ADDRESS OF CONTRACTOR (No.., Street, County, State and Zip Code) Ee 9A. AMENDMENT OF SOLICITATION NO. 
SOURCEAMERICA 


RT oo s20 a 9B. DATED (SEE ITEM 11) 
V ENNA VA 22182-3820 
x | LOA. MOD. OF CONTRACT/ORDER NO. 
W971QY 2000047 


Fi 10B. DATED (SEE ITEM 13) 
[CODE 64067 ™—~—~——CCCCCCéd A ycope————————C—CTC#*”L X] 17-Apr-2020 


11. THISITEM ONLY APPLIES TO AMENDMENTS OF SOLICITATIONS 
[_]me above numbered solicitation is amended as set Hrth in Item14 The hour and date specified Hr receipt of Offr [| is extended, LJ is not extended 


Offr oust acknowledge receipt ofthis amendment prior to the hour and date specified in the solicitation or as amended by one ofthe hllowing methods: 

(a) By completing Items 8 and 15, and returning copies ofthe amendment; (b) By acknowledging receipt ofthis amendment on each copy ofthe offer submitted: 
or (c) By separate letter or telegramwhich includes a refrence to the solicitation and amendment numbers FAILURE OF YOUR ACKNOWLEDGMENT TO BE 
RECEIVED AT THE PLACE DESIGNATED FOR THE RECEIPT OF OFFERS PRIOR TO THE HOUR AND DATE SPECIFIED MAY RESULTIN 


REJECTION OF YOUR OFFER Ifby virtue ofthis amendment you desire to change an offer already submitted, such change may be made by telegramor letter, 
provided each telegramor letter makes re&rence to the solicitation and this amendment, and is received prior to the opening hour and date specified 


12. ACCOUNTING AND APPROPRIATION DATA (If required) 
13. THISITEM APPLIES ONLY TO MODIFICATIONS OF CONTRACT SORDERS. 
IT MODIFIES THE CONT RACT/ORDER NO. AS DESCRIBED IN ITEM 14. 


AA. THIS CHANGE ORDER IS ISSUED PURSUANT TO: (Specify authority) THE CHANGES SET FORTH IN ITEM 14 ARE MADE IN THE 


CONTRACT ORDER NO. IN ITEM 10A. 


IB. THE ABOVE NUMBERED CONT RACT/ORDER IS MODIFIED TO REFLECT THE ADMINIST RATIVE CHANGES (such as changes in paying 
office, appropriation date, etc.) SET FORTH IN ITEM 14. PURSUANT TO THE AUTHORITY OF FAR 43.103(B). 


x |C. THIS SUPPLEMENT AL AGREEMENT IS ENTERED INTO PURSUANT TO AUTHORITY OF: 
FAR 52.243-1 
fi ID. OTHER (Specify type of modification and authority) 


E. IMPORTANT: Contractor is not, Cl is required to sign this document and return copies to the issuing office. 


14. DESCRIPTION OF AMENDMENT /MODIFICATION (Organized by UCF section headings, including solicitation/contract subject matter 
where feasible.) 
Modification Control Number: jpapa21442 


MODIFICATION OBLIGATION AMOUNT: $0.00 


The purpose of this modification is to add a new Place of Performance address for ReadyOne Industries to Section H. 


Except as provided herein, all terms and conditions ofthe document refrenced in Item9A or 10A, as heretofdre changed, remains unchanged and in fill frce and effect 
154. NAME AND TITLE OF SIGNER (Type or print) 16A. NAME AND TITLE OF CONTRACTING OFFICER (Type or print) 


15B. CONTRACT OR/OFFEROR 15C. DATE SIGNED 16B. UNITED STATES OF AMERICA 16C. DATE SIGNED 

———— pep ___ ay) 
(Sagnature of person authorized to sign) (Signature of Contracting Officer) 

EXCEPTION TO SF 30 30-105-04 STANDARD FORM 30 (Rev. 10-83) 

APPROVED BY OIRM 11-84 Prescribed by GSA 


FAR (48 CFR) 53.243 
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SECTION SF 30 BLOCK 14 CONTINUATION PAGE 


SUMMARY OF CHANGES 


SECTION H - SPECIAL CONTRACT REQUIREMENTS 


The following have been modified: 
PLACES OF PERFORMANCE 
The following are authorized places of performance: 


ROI 

1414 Ability Drive 

El Paso, TX 79936 

CAGE: 1A9C2 

Contractor DCMA Office: S3500A 


READYONE INDUSTRIES, INC. 
Pine Bluff Arsenal, AR 71602 
Cage Code: 1A9C2 


IOB Greensboro - 

920 W Gate City Blvd 
Greensboro, NC, 27403 

CAGE: 84470 

Contractor DCMA Office: SS111A 


- ROI/Greensboro-Drawcord Elastic 1/8" dia. Polyester, Weight: 0.20 oz/yd, Min 55 pick/in, Min 12 elas strands, 
Elog: 120 (+/- 10)% Tan 499, 320005A01, ACP 1/8" elastic 


- ROI/Greensboro- Cordloc Elliptical Shaped, 3-pound min Holding Strength, 350-6000-5674, TAN 499, 
320006A02, ACP Cordlock, EA 


- ROI/Greensboro- Improved Hot Weather Combat Uniform fabric with anti-wrinkle treatment is acceptable 


- Contractor warrants that items delivered are as described in the Purchase Description. Contractor makes no other 
representations or warranties with respect to the items delivered. Items are not subject to FDA approval. For 
personal protection use only when FDA-cleared masks are unavailable or in conjunction with an FDA-cleared mask. 
Not for use in a surgical setting, in a clinical setting where the infection risk through inhalation exposure is high, 
when significant exposure to viruses or bodily or other hazardous fluids may be expected, or in the presence of a 
high intensity heat source or flammable gas. Contractor expressly does not warrant or guarantee that the delivered 
items will prevent transmission of the Coronavirus or symptoms of COVID-19. 


- CLINs 0004-0007 shall be manufactured in accordance with Attachments 0003-0006. 


(End of Summary of Changes) 
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